Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES. HANCHETT] 

Sent: 12/15/2010 6:41:41 PM 

To: Pontes, Rebecca (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Rebecca. Pontes] 

Subject: FW: Phone Numbers/Location 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 

Sent: Tuesday, December 14, 2010 12:31 PM 
To: Rick Grant 

Cc: Graeme Sephton; Pocsik Mark; Hanchett, James (DPH) 

Subject: FW: Phone Numbers/Location 

Rick, 

As part of my Morrill! IV DPH renovation project we are installing new voice and data jacks and cable. The data part I 
think i understand because all their jacks go to their hardware which is connected to the university through one T-l 
line. Can you please explain to me how we get the phone numbers listed beiow activated within the rooms listed by 
Jim? ! passed along a new floor plan to Graeme and I believe he is assigning new jack numbers. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Tuesday, December 14, 2010 11:35 AM 

To: Lobik Stephen 

Subject: Phone Numbers/Location 

Hi Steve, 

Here is the phone numbers and location of our lines. 


Folk OIG PRR 105837 








N245 

545-5997 

Lab/Server 

N245 

T1 Line 

Lab/Server 

N247 

545-2606 

Managers Office 

N251 

545-5990 

Reception 

N251A 

545-2601 

Office 

N251A 

545-2608 

Office/Fax 

N251A 

545-5996 

Office 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, Ma 01003 
Phone 413-545-2607 
Fax 413-545-2608 




